AMENDMENT NO. 1 JUNE 2018 
TO 
IS 251 : 1998 SODA ASH TECHNICAL — SPECIFICATION 


(Fourth Revision) 


(Page 1, clause 2) — Substitute ‘IS 264 : 2005 Nitric acid (third revision)’ 
for ‘IS 264 : 1976 Nitric acid (second revision)’. 
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